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Meteorology • 

METEOROLOGICAL TABLE, 

By Mr. Cary, op the Strand, 


For June^Slb. 


Days of 
Month. 

Thermometer. \ 

Height of 
the Barom. 
Inches. 

1 « 

£.s u 

2^ e 

8_S'S 

SPs ►> 

QbS, 

Weather. 

8 o Clock, 
Morning. 

§ 

£ 

1 1 o’clock 
Night. 

May 27 

60 

66 

54 

30 05 

61 

Fair 

28 

60 

68 

55 

29*95 

62 

Fair 

29 

57 

56 

54 

•90 

0 

Rain 

30 

57 

66 

55 

•88 

56 

Fair 

91 

56 

66 

45 

•86 

62 

Fair 

June 1 

46 

58 

58 

30*08 

42 

Cloudy 

2 

60 

69 

60 

•04 

46 

Showery 

3 

59 

68 

64 

29*95 

51 

Fair 

4‘ 

62 

69 

57 

•85 

56 

Fair 

5j 

60 

68 

57 

•58 

58 

Showery 

6 

56 

62 

54 

•48 

36 

Showery 

7! 

56 

67 

53 

•56 

49 

Fair 

8 

57 

69 

, 58 

•64 

56 

Cloudy 

9 

58 

70 

55 

•80 

61 

Fair 

10 

56 

71 

60 

•87 

85 

Fair 

11 

60 

74 

60 

•84 

80 

Fair 

12 

55 

60 

52 

.68 

57 

Stormy 

13 

56 

62 

55 

•52 

46 

Stormy 

14 

57 

66 

57 

•33 

36 

Showery 

15 

59 

64 

53 

•76 

56 

Fair 

16 

60 

72 

60 

•80 

60 

Fair 

37 

61 

73 

00 

•60 

66 

Fair 

18 

60 

70 

61 

•62 

60 

Cloudy 

19 

61 

69 

63 

•71 

60 

Fair 

20 

64 

72 

60 

•76 

00 

Fair 

21 

62 

70 

59 

•81 

61 

Showery 

22 

60 

67 

55 

*84 

45 

Showery 

23 

54 

67 

58 

•99 

57 

Fair 

24 

57 

69 

57 

30*00 

59 

Fair 

25 

55 

66 

51 

29*99 

46 

Cloudy 

26 

54 

69 

54 

30* 10 

52 

Fair 


N.B. The Earometer’s height is taken at one o’clock. 


ERRATA. 

P, .*338, running titl e 3 for geographical read geological. 

,T4d. line 11, dele (the algebraic sign). 

337 & Of h 19 & JO, Jo?' experimental read exponential. 
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